9203090005 Memorandum & order finding Mitchell petitioners in default (dismissal of
proceeding).* Petition for leave to intervene & request for hearing filed by AL & LE
Mitchell denied.W/ Certificate of Svc.Served on 920305.Reserved on 920320.
LAZO.R.M.   Atomic   Safety   &   Licensing   Board   Panel.   #192   12654.   92/03/04.
MITCHELL.A.L, MITCHELL.L.E. Affiliation Not Assigned. 7pp. 61239:001-61239:007.

9203090107 Notice cancelling preheating conference.* Petition for leave to intervene &
request for hearing submitted by AL & LE Mitchell denied due to petitioner failure to
comply w/920102 preheating order.W/Certificate of Svc.Served on 920305.
LAZO.R.M. Atomic Safety & Licensing Board Panel. #192 12653. 92/03/04. 3pp.
60832:100-60832:102.

H. General correspondence

9203120007 Comment supporting proposed rule 10CFR50 & 52 re training & qualifica-
tion of nuclear power plant personnel.

CONWAY.W.F, Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/09. CHILK.S.J. Office of the Secretary of the Commission. 5pp. 60872:011-
60872:015.

I. Financial Information

9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in-
clude pages from repts pertaining to nuclear expenses & investments.
RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN.J.B. Region 5 (Post
820201). 116pp. 61107:001-61107:116.

J. insurance & Indemnity Information

9203190360 Provides present levels of financial protection & property insurance for
plant

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/12. Document Control Branch (Document Control Desk). 1p. 61062:141-
61062:141.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203310138 Updated FSAR for Palo Verde Nuclear Generating Station.W/ 920319 Itr.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/19. 100pp, 61200:040-61200:202.

9203240047 Rev 4 to updated FSAR for Palo Verde Nuclear Generating Station Units
1,2 & 3.W/920316 Itr & 51 figures.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/03/31.3,200pp. 61185:043-61189:044.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411), 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203040362 Final response to FOIA request for documents re plant.App J documents
already available in PDR.App K records encl & being made available in PDR.App L
records partially withheld & app M withheld in entirety (ref FOIA examption 5),
PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205).
91/08/09. JONES.B.W. Akin, Gump, Strauss, Hauer & Feld (formerly Akin, Gump,
Hauer & Feld). 6pp. 60839:132-60839:160.

-8910050179 Forwards evaluation concluding that inadequate preventive maint on
emergency & essential lighting sys caused dark conditions & proposed corrective
action measures acceptable.

ROSA.F. Electrical Systems Branch. 89/09/18. KNIGHTON.G.W. Project Directorate
V. 8pp. 60839:152-60839:160.

9203260207 "Reactor Containment Bldg 1991 Integrated Leak Rate Test" final rept.W/
920319 Itr.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
91/12/31. 130pp. 61128:163-61129:006.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203060044 Informs NRC of correction to 920207 util Itr re 8 hour discharge testing
during Jun-Nov 1991.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/14. MARTIN.J.B. Region 5 (Post 820201). 1p. 60867:010-60867:010.

9203090262 Forwards DOL000483, "Employee Concerns Program," detailing steps
taken by util to assure that employees & contractors know that mgt supports identifi-
cation & resolution of safety concerns.Rev 0 to 01PR-OQQ02 also encl.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
92/02/25, MARTINJ.B. Region 5 (Post 820201). 12pp. 60882:225-60882:257.

-9203090266 DOL000483, "Employee Concerns Program,"

RAVERTJ.. JANECKE.D., RUSSO.C. Arizona Public Service Co. (formerly Arizona Nu-
clear Power Project). 89/09/28. 11 pp. 60882:237-60882:247.

-9203090270 Rev 0 to Nuclear Administrative & Technical Manual 01PR-OOQ02, "Em-
ployee Concerns Program Policy."

RUSSO.C.N., BALLARD.B.E., CONWAY.W.F. Arizona Public Service Co. (formerly Ari-
zona Nuclear Power Project). 89/10/22. 10pp. 60882:248-60882:257.

9203120335 Advises that util 920129 response to generic itr 91-11 re resolution of ge-
neric issues 48, "LCOs for Class 1E Vital Instrument Buses" & 49, "Interlocks &
LCDs for Class 1E Tie Breakers" acceptable.

THOMPSON.C.M. Project Directorate V. 92/02/27. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:294-60907:296.

9203120343 Forwards trip rept of 911104-06 visit to plant to identify areas where
changes could be made to reduce radiation exposure & to incorporate changes into
design review of advanced CESSAR Sys 80+ design.

THOMPSON.C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60907:297-60907:310.

9203120361 Informs that util did not perform periodic full load rejection testing of
EDG.per Reg Guide 1.108.Rev 1,1977.

TRAMMELL.C.M.  Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60895:042-60895:046.

9203190084 Forwards amends 57,44 & 30 to licenses NPF-41 .NPF-51 & NPF-74,re-
spectively & safety evaluation.Amends revise tech spec 3/4.7.9 to allow util to per-
form snubber visual insps & corrective actions during plant outages.
THOMPSON.C.M. Project Directorate V. 92/03/02. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp, 60971:217-60971:247.

-9203190120 Amends 57,44 & 30 to licenses NPF-41.NPF-51 & NPF-74, revising TS 3/
4.7.9 to allow util to perform snubber visual insps & corrective actions during plant

QUA^T.R. Project Directorate V. 92/03/02. 24pp. 60971:221-60971:244.

-9203190128 Safety evaluation supporting amends 57,44 & 30 to licenses NPF-41,NPF-
51 & NPF-74.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/02. 3pp.
60971:245-60971:247.

9203120358 Provides diverse auxiliary feedwater actuation sys design changes & NRC
comments.per 911108 Itr & 920117 conference call.NRC finds clarification acceptable
since design will meet regulatory requirement.

TRAMMELL.C.M. Project Directorate V. 92/03/03. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 60907:320-60907:324.

9203120350 Forwards audit rept of 920113-17 audit of erosion/corrosion program at
plant.in response to generic Itr 89-08, "Erosion/ Corrosion-Induced Pipe Wall Thin-

TRAMMELL.C.M.  Project Directorate V. 92/03/04. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 9pp. 60907:311-60907:319.

9203200214 Forwards amends 58,45 & 31 to licenses NPF-41,NPF-51 & NPF-74,re-
spectively & safety evaluation.Amends revise section 6, "Administrative Controls," of
TS to define lines of functional responsibility more clearly.

THOMPSON.C.M.  Project Directorate V. 92/03/04. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 60991:039-60991:089.

-9203200221    Amends    58,45    &    31    to    licenses   NPF-41 .NPF-51    &    NPF-74,
respectively.revising section 6, "Administrative Controls," of TS to define lines of func-
tional responsibility more clearly & better describe technical & review activities.
QUAY.T.R. Project Directorate V. 92/03/04. 44pp. 60991:042-60991:086.

-9203200224 Safety evaluation supporting amends 58,45 & 31 to licenses NPF-41 ,NPF-
51 & NPF-74,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/04. 3pp.
60991:087-60991:089.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown,"

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203200201 Forwards amends 59,46 & 32 to licenses NPF-41,NPF-51 & NPF-74,re-
spectively & safety evaluation.Amends revise TS to allow replacement of existing 125
volt dc batteries w/new batteries.

TRAMMELL.C.M.  Project Directorate V. 92/03/06. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 24pp. 60991:009-60991:038.

-9203200204   Amends   59,46    &    32   to    licenses   NPF-41,NPF-51    &   NPF-74,
respectively.revising TS to allow replacement of existing 125 volt dc batteries w/new
batteries.
QUAY.T.R. Project Directorate V. 92/03/06. 24pp. 60991:012-60991:035.

-9203200209 Safety evaluation supporting amends 59,46 & 32 to licenses NPF-41,NPF-
51 & NPF-74,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 3pp.
60991:036-60991:038.

9203230167 Documents temporary waiver of compliance to util tech specs verbally
granted on 920315 re ECCS,containment spray sys, auxiliary feedwater sys & shut-
down cooling sys.

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/16. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 60985:015-60985:018.

9203230275 Provides final response to allegations in 910606 & 920114 Itrs re plant op-
erations & request that plant be shut down immediately until matters resolved.Request
denied.Directors Decision DD-92-01 encl.providing reasons for denial.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
16. COLAPINTO.D.K., KOHN.S.M. National Whistleblower Center. 7pp. 61057:292-
61057:316.

-9203230291 Directors Decision DD-92-01 re DK Colapinto & SM Kohn 910606 Itr pre-
senting 10 allegations re various facets of plant operation & requesting that plant be
shut down immediately until matters resolved.Request denied.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
16. 16pp. 61057:294-61057:309.

-9203230294 Notice of issuance of Directors Decision DD-92-01 under 10CFR2.206 re
10 allegations concerning plant operation made by DK Colapinto & SM Kohn in
910606 Itr.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
16. 2pp. 61057:310-61057:316.92/02/24. 3pp. 60790:245-60790:247.
